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ABSTRACT 


The goal of this program is to develop an improved capability for 
comparing various techniques for thermal management in the "Space Station". 
The work involves three major tasks: 

TASK I Develop a Technology Options Data Base. 

TASK II Complete development of a Space Station Thermal Control 
Technology Assessment program. 

TASK III Develop and evaluate emulation models. 

INTRODUCTION 

Current planning for the orbiting space station calls for a dual -keel 
configuration as shown in Figure 1. The thermal control system (TCS) for 
the space station is composed of a central TCS and internal thermal control 
systems for the modules, shown in Figure 2, as well as service facilities 
and attached payloads (hereinafter referred to as experimental truss and 
resource modules). The internal TCS may be attached to the central TCS 
through a thermal bus. 

The central TCS is composed of a main transport system which collects 
waste thermal energy from each of the modules and transports it through 
coolant lines to the main rejection system. The main rejection system, in 
turn, is composed of steerable, constructable radiator elements attached to 
the transverse booms of the space station structure. 

The waste heat loads in the modules arise from electrical and 
electronic equipment as well as metabolic loads in the manned modules. 
These equipment and metabolic loads may be collected by the central TCS or 
they may be transported to small radiators mounted on the body of 
individual modules. 
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Figure 2. Station Modules. 


Several candidate technologies are being considered for acquiring the 
waste heat loads, for transporting the thermal energy between the 
acquisition and rejection systems, and for rejecting the waste heat to 
space. The analysis techniques described here were developed for use in 
evaluating reliability, weights, costs, volumes, and power requirements for 
configurations using different candidates and different mission parameters. 

EVALUATION TECHNIQUES 

The thermal control system analysis program permits the user to 
analyze a space station thermal control system. The space station is 
assumed to be composed of seven distinct modules, each of which may have 
its own metabolic heat loads and equipment heat loads. In each of the 
modules, the user may specify the total metabolic load and the size and 
locations of the equipment loads. The metabolic loads are assumed to be 
acquired by air-water heat exchangers, transported by pumped liquid water 
loops, and rejected to space by body-mounted radiators attached to each of 
the modules which have metabolic loads. Because the metabolic loop is 

local to a module it is called an autonomous loop. 

Heat loads generated by equipment in each module are assumed to be 
acquired by cold plates. The user may choose among the following 
candidates technologies for the cold plates in each module: 

1. Conductive cold plate 

2. Two-phase cold plate 

3. Capillary cold plate 

In addition, the user may locate up to five cold plates (each having a 
different capacity) in a module, choose the cold plate operating 
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temperature, and specify the working fluid (water, ammonia or Freon-11). 
The user also has the option to specify whether the equipment loop is to be 
integrated or autonomous. If the equipment loop is integrated, the heat 
from the equipment is transported from the cold plates to the main heat 
transport system for eventual rejection to space by the main rejection 
system. On the other hand, if the equipment loop is autonomous, the heat 
from the equipment is rejected to space by body-mounted radiators located 
on the module exterior. In this case the user may specify separate 
candidate technologies for heat transport and heat rejection in the 
autonomous equipment loop. 

The user may select from the following candidate technologies for the 
main heat transport system or the heat transport system for a module having 
an autonomous equipment loop: 

1. Pumped liquid loop 

2. Pumped two-phase loop 

3. High capacity heat pipe 

In addition, the user may choose the transport lengths and specify the 
working fluid. 

For the main heat rejection system or the heat rejection system for a 
module having an autonomous equipment loop, the user may select from the 
following candidate technologies: 

1. Heat pipe radiator 

2. High capacity heat pipe radiator 

3. Liquid droplet radiator 

In addition, the user may choose the radiator surface temperature and the 
emissivity of the radiator surface. 
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The data base for the thermal control system analysis program is 
divided into three major parts: the mission model parameters file, the 
candidate data files, and the system configuration file. Each of these are 
discussed in the following paragraphs. A detailed description of the data 
base contents is contained in Appendix A. 

The mission model parameters file contains information which applies 
specifically to the mission or which applies to the space station as a 
whole. A sample mission model parameter file, as it appears to the user, 
is shown in Figure 3. When the program begins execution, the mission model 
parameter file is read from the data base. Any one or all of these 
parameters may be changed and used temporarily for assessment purposes or 
they may be replaced in the data base. In the latter instance, they become 
the new mission model parameter file when program execution begins anew 
because only the most recently saved version of the mission model parameter 
file is retained in the data base. 

The candidate data files contain generic information for each of the 
candidate technologies available for heat acquisition, heat transport, and 
heat rejection. The data base contains one file for each candidate. A 
sample candidate data file, as it appears to the user, is shown in Figure 
4. The weights, volumes, times and costs shown in the figure are those for 
the specified candidate rating. If the candidate technology is used with a 
different rating, these values are scaled accordingly. When the program 
begins execution, the candidate data files are read from the data base. 
Any one or all of the values in these files may be changed and used 
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MISSION MODEL PARAMETERS 


1. M... MISSION DURATION, DAYS: 3650.00 

2. R... RESUPPLY INTERVAL, DAYS: 90.00 

3. NP.. POWER PENALTY, LB/KW: 350.00 

4. NC.. CONTROL PENALTY, LB/KW: .00 

5. NP1. PROPULSION PENALTY, LB/KW: 60.00 

6. P... PROBABILITY OF METEROID PENETRATION, 

(0.920 TO 0.993): .990 

7. CFA. TRANSPORTATION COST FACTOR, 

THOUSAND DOLLARS/LB: 1.60 

8. MR.. MAINTENANCE COST FACTOR, 

THOUSAND DOLLARS/HR: 35.00 

9. IF.. INTEGRATION COST FACTOR, %: 35.00 

10. PF.. PROGRAMMATIC COST FACTOR, %: 70.00 


Figure 3. Mission Parameters. 
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CANDIDATE DATA 

CANDIDATE NAME: CONDUCTIVE COLD PLATE 


1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 22.100 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 6.350 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 8.000 

7. TECHNOLOGY READINESS (0-8): 8.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

9. 90 DAY MAINTENANCE TIME, HR: 5.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: .600 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .040 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .900 

SELECT ONE OF THE FOLLOWING OPTIONS: 


ENTER 0 - RETURN TO CANDIDATE MENU 

1 - MODIFY CANDIDATE DATA 

2 - REPLACE CANDIDATE DATA FILE 

Figure 4. Sample Candidate Data File. 
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temporarily for assessment purposes or they may be replaced in the data 
base. In the latter instance, they become the new candidate data files 
when program execution begins anew because only the most recently saved 
versions of the candidate data files are retained in the data base. 

The system configuration file is used to describe the actual thermal 
control system for the space station. The configuration of each module is 
specified by choosing the acquisition candidate (e.g. conductive cold 
plate) to be used to acquire the equipment load and by choosing the 
equipment loop to be integrated (i.e. attached to the main transport and 
main rejection systems) or autonomous (i.e. attached to body-mounted 
radiators). In addition, the user may specify the configuration data 
illustrated in Figure 5 for each module. Figure 6 shows a schematic of a 
typical configuration for an integrated module. The system configuration 
file also contains the layout of the main transport system. A sample 
transport system layout is shown in Figure 7 to illustrate the meaning of 
the terminology used. 

Each system configuration file contains configuration details for all 
modules as well as specifications for the main heat transport and main heat 
rejection systems. A default system configuration is stored in the data 
base and is retrieved when the program begins execution. Any of the values 
in the system configuration file may be changed, and the new system 
configuration may be saved under a system name specified by the user. Up 
to 71 different system configurations can be stored in the data base at one 
time, and these may be recalled for later use by directing the program to 
retrieve a previously saved system configuration file. 
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LOGISTICS MODULE 

1. EQUIP LOOP: INTEGRATED 

2. ACQUISITION SUBSYSTEM: CONDUCTIVE COLD PLATE 

SELECT ONE OF THE FOLLOWING OPTIONS: 

ENTER 0 - RETURN TO SYSTEM CONGIGURATION MENU 

1 - CHANGE MODULE NAME 

2 - CHANGE SUBSYSTEMS 

3 - EXAMINE SUBSYSTEM CONFIGURATIONS 

LOGISTICS MODULE 


ACQUISITION SUBSYSTEM: CONDUCTIVE COLD PLATE 

TOTAL COLD PLATE CAPACITY, KW: 20.00 


1 . 

NUMBER OF COLD PLATES: 


5.00 



2. 

COLD PLATE OPERATING TEMPERATURE, C: 


20.00 



3. 

METABOLIC LOAD, KW: 


2.36 




CP #1 

CP #2 

CP #3 

CP #4 

CP #5 

4. 

HEAT REJECTION LOADS, KW: 4.00 

4.00 

4.00 

4.00 

4.00 

5. 

MAIN SUPPLY LINE LENGTHS, FT: 8.00 

4.00 

4.00 

4.00 

4.00 

6. 

BRANCH SUPPLY LINE LENGTHS, FT: 10.00 

10.00 

10.00 

10.00 

10.00 

7. 

MAIN RETURN LINE LENGTHS, FT: 8.00 

4.00 

4.00 

4.00 

4.00 

8. 

BRANCH RETURN LINE LENGTHS, FT: 10.00 

10.00 

10.00 

10.00 

10.00 

9. 

WORKING FLUID: 


AMMONIA 


10. 

PIPE MATERIAL: 


STAINLESS 

STEEL 



Figure 5. Sample Module Configuration Data. 
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Equipment Heat Exchanger 
o o 



TYPICAL MODULE EQUIPMENT LOOP 

Figure 6. Typical Configuration for an Integrated Module. 
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TO RADIATOR, FT: 5.00 8.00 13.00 17.00 29.00 

BRANCH, FT: 10.00 20.00 15.00 10.00 5.00 


Fig. 7. Sample Transport System Layout 
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The thermal control system analysis program uses the system 
configuration file, together with the mission model parameter file and the 
candidate data files, to assess the reliability, weight, volume and cost of 
the proposed thermal control system. The analysis produces the following 
output: 

1. Acquisition assessment for each module 

2. Summary acquisition assessment for all modules 

3. Summary transport assessment for the main transport system 

4. Summary rejection assessment for the main rejection system 

5. Summary assessment for the entire thermal control system. 

The analysis begins with a determination of the launch weight, launch 
volume, heat transfer surface areas and external power requirement imposed 
by the acquisition system for each module. These computations depend upon 
the acquisition candidate and module configuration and are performed in 
separate subroutines - one for each of the candidate technologies. For 
example, acquisition system subroutines contain algorithms for sizing 
coolant lines for minimum weight, determining cold plate sizes and weights, 
computing pumping power required, determining thermal bus connection 
requirements, and computing the volume occupied by the acquisition systems. 
These computations depend upon the candidate technology employed (i.e. 
single-phase or two-phase cold plates, etc.), working fluid, materials, and 
operating temperatures. For a rejection system candidate such as a heat 
pipe radiator, the candidate subroutine contains algorithms for assessing 
the performance of heat pipe elements which would be used to construct the 
radiator. In this case, parameters such as working fluid, material. 


- 13 - 



radiator temperature, geometry and surface radiative properties may be 
selected and included in the design calculations. 

The launch weight, launch volume, surface areas and power requirement 
computed in the candidate subroutine, together with the mission model 
parameters and candidate data file, are used to compute all of the other 
assessment information illustrated in Appendix B. A complete set of 
candidate data files and samples assessment results for the DEFAULT data 
base (except that the habitat module is autonomous) are contained in 
Appendix C and D, repectively. 

A flow schematic illustrating the operation of the program as the user 
views it is shown in Figure 8. This figure shows the main program menu and 
the four primary sub-menus. The sub-menus control access to the data base 
contents (i.e. the mission model parameters, the candidate data files, and 
the system configurations) and the execution of and output from the 
analysis portion of the program. Program flow is controlled through the 
main menu, and upon completion of sub-menu tasks the user always returns to 
the main menu. The computations that occur In the analysis phase rely on 
analysis models. These models are contained In separate subroutines that 
are described in the following paragraphs. 

CONDUCTIVE COLD PLATE MODEL (Subroutine CCP) 

The conductive cold plate is assumed to have an equipment mounting 
face of length L and width W. The cold plate has n channels for liquid 
flow, each of which has a hydraulic diameter of Dh« The power, Q, 
dissipated by the equipment mounted on the cold plate is assumed to be 
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uniformly distributed over the surface of the cold plate. The cooling 
fluid enters the cold plate at temperature Tj and leaves at temperature T 0 . 
The cold plate operating temperature is T p , and Tf is the average 
temperature of the fluid in the cold plate. The temperature difference 
(Tp-Tf) is assumed to be the same for all operating conditions. 

The total mass flow rate, m, of fluid in the cold plate is computed 
from the following expression: 


m 


s (T o - T i> 


to 


The temperature difference (T 0 -Ti) is assumed to be the same for all 
operating conditions. 


For a specific cold plate design, the ratio of the plate surface area 
to the internal wetted perimeter is assumed to be constant, i.e. 


iiirO|jL ' constant 


( 2 ) 


and the hydraulic diameter and length of each flow passage are assumed to 
be fixed. The fluid flow through the internal channels is assumed to be 
turbulent, and the inside convective heat transfer coefficient is 
determined by [1] 


h 


0.023 f (T) V 

D °* 2 
U H 

- 16 - 


0.8 


(3) 


where f(T) accounts for the temperature dependence of the fluid properties: 


f(T) 


k°' 67 (K) 

. 0.47 


0.33 


Furthermore, the mass flow rate is related to the fluid velocity 
through the continuity equation: 


• pnirD^V 

m =— T~ 


( 4 ) 


where n is the number of parallel passages, or internal channels, in the 
cold plate. The heat flux at the cold plate surface is computed from 


q 


I I 



( 5 ) 


where A 0 is the area of the mounting surface. The heat flux is also 
related to the difference between the cold plate surface temperature and 
the average fluid temperature by the expression 

V 'B H L(T d - T f> 

<T ■ — jr— E (6) 

where U-j is the overall heat transfer coefficient based on the inside 
surface area of a single flow passage. This coefficient is computed as 
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where 6 is a characteristic path length for conduction through the cold 
plate material from the interior wall of the flow passage to the cold plate 
external surface. Equations (1) through (6) can be written in the following 
dimensionless forms with the aid of reference values, denoted by the 
superscript *, which are determined from a specific set of design 
conditions: 




( 8 ) 



A o n 


( 9 ) 


h f(T) 

* “ * 
h f (T ) 



( 10 ) 


m p Vn 

7 * = * * * 

m p V n 



q" 



Q A r 


(ID 


( 12 ) 
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( 13 ) 


In these equations, parameters without a superscript are those for the new 
set of operating conditions. Next, equations (8) through (13) can be 
combined to produce the following transcendental equation for the velocity 
of the fluid through each flow passage. 



(14) 


With the fluid velocity known, the overall heat transfer coefficient 
can be computed from 


U 



* 'V 

* * 

P* p v 


This expression is obtained by combining Eqs.(8), (9) and (11) through 
(13). Next the surface heat flux can be determined from Eq. (13), and the 
heat transfer surface area required for the new operating conditions can be 
computed from Eq. (5). Because the ratio of the plate surface area to the 
internal wetted perimeter is assumed constant, the ratio of the cold plate 
volume to the plate surface area is also assumed constant, 


° constant = c. 
M o 1 


(15) 
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Thus, the volume can be determined once the surface area is known. In 
addition, the weight of the cold plate is directly proportional to the cold 
plate volume and the density of the cold plate material 

w * Vm V0L ' c lV.»o < 16 > 

By combining Eqs. (15) and (16), we obtain an expression for the weight of 
the cold plate in terms of surface area, 

"MSOft) 

The analysis presented here is incorporated in subroutine CCP, and the 
reference values for this analysis are listed in Table 1. 
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TABLE 1. Reference Design Values for Conductive Cold Plate Analysis. 


Variable 

Value 

Reference 

Q* 

10 kW 


q"* 

0.27 kW/ft 2 

2 

# * 

m 

1.0542 Ib/s 


U* 

298.7 Btu/hr-ft 2 -°F 


V* 

0.387 m/s 


T* 

20°C 

2 

h* 

364 Btu/hr-ft 2 -°F 


(T 0 -Tl) 

5°C 

2 

6 

0.005 ft 


Cl 

0.0292 ft 


W*/A* 

5.3 lb/ft 2 

2 

* 
P m 

488 lb/ft 3 (Type 304 SS) 

1 

l. * 

K ra 

8.319 Btu/hr-ft-°F (Type 304 SS) 

1 

* * * , * 
p ,c p ,v ,k 

evaluated for water at 20°C 
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TWO-PHASE COLD PLATE MODEL (Subroutine TPCP) 


The two-phase cold plate is assumed to have an equipment mounting face 
of length L and width W. The cold plate has n channels for fluid flow, 
each of which has a hydraulic diameter of Du* The power, Q, dissipated by 
the equipment mounted on the cold plate is assumed to be uniformly 
distributed over the surface of the cold plate. The cooling fluid enters 
the cold plate as a saturated liquid at temperature Tf and leaves at 
temperature Tf with a quality of X. The cold plate operating temperature 
is Tp, and the temperature difference (Tp-Tf) is assumed to be the same 
for all operating conditions. The total mass flow rate, m, of fluid in the 
cold plate is computed from the following expression: 


The quality at the exit is assumed to be the same for all operating 
conditions. For a specific cold plate design, the ratio of the plate 
surface area to the Internal wetted perimeter Is assumed to be constant, 
1 .e. 


■ * constant < 2 > 

and the hydraulic diameter and length of each flow passage are assumed to 
be fixed. The inside convective heat transfer coefficient is determined by 
[ 1 ] 
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( 3 ) 


h = 9.0 x 10 -4 f (T)G 

where the mass flux, G, is determined from 

G = -S-i (4) 

nrD H 

n is the number of parallel passages, or internal channels, in the cold 
plate, and f(T) accounts for the temperature dependence of the fluid 
properties: 


f(T) = 


k k 

K 1 K f 

^1 


where Kf is the boiling number defined as 



X h fa 

gL 


The heat flux at the cold plate surface is computed from 


q" ■ (5) 

M 0 

where A 0 is the area of the mounting surface. The heat flux is also 
related to the difference between the plate surface temperature and the 
average fluid temperature by the expression 


q" 


U t nrt H L < T P ~ T f> 


( 6 ) 


where U-| is the overall heat transfer coefficient based on the inside 
surface area of a single flow passage. This coefficient is computed as 
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U 1 ■ [t'f]- 1 

m 


( 7 ) 


where <5 is a characteristic path length for conduction through the cold 
plate material from the interior wall of the flow passage to the cold plate 
external surface. Equations (1) through (6) can be written in the 
following dimensionless forms with the aid of reference values, denoted by 
the superscript *, which are determined from a specific set of design 
conditions: 


*l 3 * 

II 

Kq 

* 

m 

« h fg 

% 

= n_ 

* 

A o 

- * 
n 

h 

fLT) G 

* “ 
h 

* * 
f(T )G 

G_ 

• * 

. mn 


•* 

m n 


( 8 ) 


( 9 ) 


( 10 ) 


( 11 ) 
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( 12 ) 


_a : s 


q" 


* 



Q A 


o 



q" 


u i 


(13) 


In these equations, parameters without a superscript are those for the new 
set of operating conditions. Next, equations (8) through (13) can be 
combined to produce the following equation for the mass flux of the fluid 
through each flow passage 



[ G h fQ f(T*)G* 1 

X h fg fWh* J 


(14) 


With the mass flux known, the overall heat transfer coefficient can be 
computed from 


* ^fn 

v u i 


* * 
Gh fg 


This expression is obtained by combining Eqs.(8), (9) and (11) through 
(13). Next the surface heat flux can be determined from Eq. (13), and the 
heat transfer surface area required for the new operating conditions can be 
computed from Eq. (5). Because the ratio of the plate surface area to the 
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internal wetted perimeter is assumed constant, the ratio of the cold plate 
volume to the plate surface area is also assumed constant, 


VOL r 

\ 1 


(15) 


Thus, the volume can be determined once the surface area is known. In 
addition, the weight of the cold plate is directly proportional to the cold 
plate volume and the density of the cold plate material 


W = C, p m VOL 

z r m 


(16) 


The analysis presented here is incorporated in subroutine TPCP, and 
the reference values for this analysis are listed in Table 2. 


HIGH CAPACITY HEAT PIPE RADIATOR MODEL (Subroutine CANDR2) 

A high performance heat pipe radiator using a series of heat pipes 
with combination slab and circumferential capillary structure is modeled 
for space station use in the temperature range of 310 K to 366 K (100°F to 
200°F). A schematic of the capillary structure is shown in Figure 9. 
Axial transport of working fluid primarily occurs through the central slab 
while the circumferential structure distributes the fluid around the 
circumference in the heated and cooled sections. 
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TABLE 2. Reference Design Values for Two-Phase Cold Plate Analysis. 


Vari abl e 

Value 

Reference 

Q* 

5 kW 


q"* 

0.6 kW/ft 2 

2 

** 

m 

17.97 lb/hr 


U* 

296.4 Btu/hr-ft 2 -°F 


G* 

1.5 x 10 4 lb/ft 2 -hr 


T* 

20°C 

2 

h* 

377 Btu/hr-ft 2 -°F 


6 

0.006 ft 


Cl 

0.0833 ft 


c 2 

0.22 


* 

Pm 

488 lb/ft 3 (Type 304 SS) 

1 

V * 
K m 

8.319 Btu/hr-ft-°F (Type 304 SS) 

1 

* . * * ■ ★ 
p ,hf g ,n ,k 

evaluated for water at 20°C 



Performances of various heat pipes to be used in a radiator panel are 
estimated from experimental studies performed at Georgia Tech, Reference 
[7] on a Refrigerant-11 heat pipe with slab capillary structure. This heat 
pipe can transport a maximum thermal energy of about 130 watts at 440 K 
when operating with Refrigerant-11 as a working fluid. Heat pipes to be 
used in a radiator for the space station may use other working fluids, may 


- 28 - 




utilize different capillary structures, may be of different outside 
diameter and (or) length and may operate at different temperatures. All of 
these design parameters greatly affect heat pipe thermal transport 
capacity. 

Writing momentum, energy and continuity equations for steady operation 
of the mold heat pipe at capillary limited heat transfer and making the 
standard simplifying assumptions the following equation, from reference 
[8], is obtained. 



gl eff K C L f 1_ 1_ 

W T 4n C*C K L c 


+ 8 ; VL L eff 
'Wp 4 


where 

= Capillary limited heat transfer rate 
N = — = "Heat Pipe Number" 
a = surface tension of liquid 
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hfg * heat of vaporization 

^L'/’y * liquid density 

= 1 Iquld dynamic viscosity 


R = 


Va 


= pore radius at evaporator surface 
6 1 

— jpg — = effective inverse permeability for slab based 
+ -4-^ on approach velocity. 


= total thickness of slab 
n A = number of layers of fine mesh in slab 

Ug = number of layers of coarse mesh in slab 

= thickness of a single layer of material A 

£g = thickness of a single layer of mateial B 

Ka = inverse permeability for material A based on approach 

velocity 

K r = inverse permeabiity for material B based on approach 

B velocity 

L e ^ = effective length of liquid path in slab 
b = width of slab 


Kc = inverse permeability for material at evaporator and 

condenser surfaces based on approach velocity 


L * average distance traveled by liquid in circumferential 

capillary structure at evaporator or condenser 
(approximately 45° arc) 

n c = number of layers of capillary material on 

ci rcumference 

£ c = thickness of a single layer of material C 

L e = axial length of evaporator section 

L c * axial length of condenser section 


ry = hydraulic radius of vapor space 

- 30 - 



The three terms in the denominator of this equation are related to 
flow resistance in the central slab, the circumferential capillary 
structure and the vapor region, respectively. For the present design, flow 
resistance is much larger in the slab than in the circumferential structure 
or in the vapor region. Thus, approximately 


5 ~ 

y CL " 


2N 

r o * L eff 

Mt 


and 


$ 


CL 


II 


N II R i r Pi L e ff,i 

g CL x N 


'II 


1 Nj R II rp II Leff ’ n Sj u 


where subscript I refers to a known performance and known design 
parameters and II refers to predicted performance when new design 
parameters are chosen. The width of the slab is assumed constant. 

Design heat transport capability is assumed to be one-half of maximum 
transport capability. 


3d ■ V 2 

and therefore the design heat transport is given by 

ft = ft N II R I rp I L eff,I ^II 
D II D I N I Rjj r p n L eff , II 6 1 1 
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The following design parameters for the radiator are chosen: 


Heat load 50 kW 

Steerable radiator with thermal storage 

Absorptivity, a s =0.30 

Emissivity, e = 0.78 

Heat pipe fluid at 100°F 

Radiator average surface temperature 75°F 

Area 2,500 ft 2 

Material aluminum 

Figure 10 shows a radiator constructed from a series of 50 foot heat pipes 
and fin panels. Assuming each heat pipe is 3/4-in. outside diameter and 
5/8-in. inside diameter and 50 feet long the metal weight will be about 8 
lbm and the working fluid will weigh about 1.5 lbm for a total weight of 
9.5 lbm per pipe. The panel width and weight per panel are given by the 
following expressions: 

w (in) = panel width = 

" p 

m p (lbm) = weight per panel 

= 600/Np [631 - N p (0.75] (0.0625) (0.1) + 9.5 

where N p is the number of heat pipes in 50 kW radiator and the fin 
thickness is taken to be 1/16 in. 

Table 3 shows the results of choosing among several different working 
fluids and working fluid temperatures. The parameters used in 
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TABLE 3 HEAT PIPE RADIATOR DESIGN RESULTS 


Parameter 

R-ll 
310 K 

R-ll Methanol 
366 K 310 K 

Methanol 
366 K 

Ammonia 
310 K 

Ammonia 
366 K 

Acetone 
310 K 

Actone 
366 K 

QCL(kW) 

0.440 

0.367 

1.54 

1.61 

2.03 

0.660 

1.10 

0.918 

Qo(kW) 

0.220 

0.184 

0.770 

0.805 

1.015 

0.330 

0.550 

0.459 

Number of 
Pipes for 50 kW 

229 

275 

65 

62 

49 

153 

92110 


Panel Width 
Per Pipe (in) 

2.62 

2.18 

9.23 

9.68 

12.24 

3.92 

6.52 

5.45 

Weight Per 
Panel (lbm) 

16.5 

14.9 

41.3 

43.0 

52.6 

21.4 

31.1 

27.1 

Total Radiator 
Weight (lbm) 

3,780 

4,090 

2,690 

2,660 

2,580 

3,270 

2,870 

2,990 

Radiator 
Volume (ft 3 ) 

156 

156 

156 

156 

156 

156 

156 

156 
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computing values listed in the table are shown in Table 4. Design heat 
transfer per pipe (taken to be one half of capillary limitation) ranges 
between about 1 kW for ammonia at 310 K to about 0.18 kW for R-ll at 366 K. 
While total radiator weight varies between 2,580 lbm for ammonia at 310 K 
to 4,090 lbm for R-ll at 366 K. 

The following equations may be used to predict areas and weights for a 
particular candidate from known values for the base design. 

A. Design Heat Transport Per Pipe 

* * N II ^1 L eff , I ^II 

D II D I N I R n r p n L eff, II 5 Tj 

where subscripts I and II refer to the base case and case to be computed, 
respectively. 

B. Number of Panels 


N = — ^ — 

P 5d 

U II 


where 5 = radiator rating (kW) 

C. Radiator Surface Area 



where 

F = 1 + 0.5 (a - 0.20), adapted from reference [7] page 525 

CL 5 

and 

F T = 1 + 0.5 (0.30 - 0.20) = 1.05 
ai 
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TABLE 4. Heat Pipe Base Design - Georgia Tech Heat Pipe. 


Parameters 


Values 


Rating 50 kW 
Area 2500 ft 2 - reference [8] 
Radiator surface temperature 297 K 
Material aluminum 
Heat pipe I.D. 0.625 In. 
Heat pipe O.D. 0.75 In. 
Fin thickness 0.0625 in. 
Heat pipe length 50 ft. 
Evaporator length 2.5 ft. 
Condenser length 47.5 ft. 
Working fluid ammonia 
Working fluid temperature 310 K 
Design heat transfer per pipe 1.02 kW 
Number of panels 50 
Panel width per pipe 12.24 in. 
Capillary structure - 2 layers 400 mesh on circumference, 4 layers 

400 mesh + 5 layers 30 mesh in slab. 


12.24 in. 


Weight per panel 

Total radiator weight (exclusive of heat exchanger) 
Radiator volume (exclusive of heat exchanger) 
Absorptivity, a s 
Emissivity, e 

Ratio a s /e 

• 

Kj, effective Inverse permeability of slab 0 

rp pore radius at evaporator, 

L eff I heat pipe effect1ve len 9 th, 

Nj, heat pipe number, 

6 t , slab total thickness, 
l I 


52.6 Ibm 
2,580 Ibm 
156 ft 3 


0.385 

0.696 x 10 9 (1/m 2 ) 


1.91 x 10~ 5 m 


25 ft 

5.6 x 10 10 W/m 2 


3.41 x 10 
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D. Radiator Width 

Assuming a length of 50 ft. for each panel, the radiator total width 
is given by 


W R (ft) = 


A n (ft) 2 

50 


E. Width Per Panel 


Wp(ft) = 


w R (ft) 


F. Weight Per Panel 


m p (lbm) = 0.0217 p m [12 W R - N p (0.75)]/N p + 1.5 + p m / 21.8 

G. Total Radiator Weight (excluding heat exchangers) 

m R (lbm) = m p N p 

H. Total Radiator Volume 

V R (ft3) = 0.26 W R 
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These equations have been incorporated into subroutine CANDR2 in the 
thermal control system analysis program. 

SIZING LIQUID SUPPLY AND RETURN LINES (subroutine LIQLINE) 

The pipe sizes for liquid supply or liquid return lines are determined 
by minimizing the weight of the piping system [2]. Each segment of pipe in 
the longest pipe run is optimized individually by minimizing the mass or 
weight of the segment which is determined from 

Mass = Mj = mass of pipe + mass of liquid + pump power penalty mass 

where 

mass of pipe = /> ss Liir(Di + tj)tj 
mass of liquid = /?|_irD 2 -| Li /4 
pump power penalty mass = M p P p 

The pump power penalty is M p (Ib/kW) and the pump power is determined from 

m.AP. 
p = _J — I 
P P L V p 

The pressure drop for the segment of pipe is calculated from 



where the friction factor for turbulent flow in smooth pipes [8] is 


f i = 0.316/Re 

and for laminar flow [10] is 

f i * 64/ Re 

The Reynolds number is defined as 


1/4 


4 m 


Re 


i 


Vl D f 


Thus the pipe segment mass to be minimized is 

o m.AP. 

M. = p L. jr(D. + t.)t. + p.i rO. L./4 + M — — - 
l ^ss l v l v l l r p /> L » 7 p 

The pipe thickness, tj , is determined by the internal pipe diameter 
according to standard pipe and tube specifications. 

SIZING VAPOR LINES (Subroutine VAPLINE) 

The vapor line sizes in two-phase systems are selected consistent with 
the desire to limit the loss of stagnation pressure and stagnation 
temperature in vapor return lines [1]. The analysis of these losses is 
based upon adiabatic, compressible pipe flow with friction [11] as outlined 
below. 

The vapor line diameter for each pipe segment in the vapor return line 
is chosen such that the stagnation pressure drop is less than 2 percent of 
the stagnation pressure at the exit of the cold plate. The conditions at 
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the Inlet of the vapor line are denoted by the subscript 1 and the 
subscript 2 denotes the conditions at the exit, and we require that 

P02/P01 * 0.98 (6) 

where the zero subscript designates stagnation conditions. 

The stagnation pressure ratio can be computed from 

P„, M, , (1 * ^ M 2 ) 

t (fy^) 1 

where 

Mj = Vj/Cj is the Mach number 

C i = fkRTTg c is the sonic velocity 
k = Cp/c v is the ratio of specific heats for the vapor 
R is the gas constant for the vapor 

The general procedure for determining the information necessary to 
calculate the stagnation pressure ratio is iterative in nature as outline 
in the following. 

1. Assume a pipe diameter D and calculate the inlet vapor velocity, 
Vj, from the known mass flow rate. 

2. Calculate the inlet Mach number, Mj 

3. Calculate the inlet Reynolds number, Rej, determine the friction 
factor, f, for turbulent or laminar flow as dictated by the 
Reynolds number, and calculate fL/D) actual from the given pipe 
length and assumed diameter. 
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and the quantity from 

u j 2 

h*} = ikll _ik] 

D 2 D D •'actual 

6. Solve the following transcendental equation for the exit Mach 
number, M 2 : 

Tl* ) 1 " m 2 2 k+i 1n r ( k+1 ) M 2 2 ] 

D J 2 kM 2 2 2k ' 2[1 + ^ (k-l)M 2 2 r 

7. Finally, compute Po2/ p 01 f rom Equation (6). If Po2/ p 01 < 0.98, 

choose a large pipe diameter and repeat steps 1 through 6. If 
P 02 /P 01 >0.98 choose a smaller pipe diameter and repeat steps 1 
through 6. If p 02/ p 01 - 0.98, the assumed pipe diameter is 

adequate for this pipe segment. 


- 40 - 



EQUIPMENT LOOPS WITH CONDUCTIVE COLD PLATES (Subroutine CANDA1) 

Equipment loops with conductive cold plates employ a working fluid 
that remains in the liquid phase. The analysis of these loops is performed 
in subroutine CANDA1 as outlined below. 

1. The metabolic loop is analyzed using subroutine METLOOP to 
determine the volume, mass and pump power for the metabolic 
loops. 

2. The conductive cold plates in the equipment loop are 
analyzed using subroutine CCP to determine the mass flow 
rates through each cold plate, the mass flow rates through 
each segment of the liquid supply and liquid return lines, 
the total acquisition surface area, the total cold plate 
mass, and the total cold plate volume. 

3. The liquid supply lines, the liquid return lines, and the 
branch lines are sized using subroutine LIQLINE to 
determine the pipe mass, the fluid mass, the piping volume, 
and the total pressure drop in the equipment loop. (The 
pressure drop through each cold plate is assumed to be 5 
psi.) 

4. The total pump power requirement for the equipment loop is 
determined in subroutine DELPRS. 

5. The weight of the pump package for the equipment loop and 
for the metabolic loop are computed. 

6. The results of these analyses are stored in the TEMP array 
in the following order where IMOD denotes the module number 
or index: 
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TEMP(IM0D,1) = pump power required, kW 
This value includes the pump power required for the 
equipment loop and the pump power required by the metabolic 
loop. 

TEMP(IM0D,2) = total mass, lb 

This value includes the cold plate mass, the dry pipe mass 
and the fluid mass of the equipment loop, the total mass 
(wet pipe and heat exchanger) of the metabolic loop, and 
the pump package weight for the equipment loop and the 
metabolic loop. 

TEMP(IM0D,3) = total volume, ft 3 
This value includes the cold plate volume, the volume of 
the piping in the equipment loop, and the total volume 
(piping and heat exchanger) of the metabolic loop. 

TEMP(IM0D,4) = acquisition surface area, ft 2 
This value includes only the total surface area of the 
conductive cold plates in the equipment loop. 

TEMP(IM0D,5) = total cold plate load, kW 
If the equipment loop is integrated, the bus heat exchanger used to 
couple the equipment loop to the main transport system is considered to be 
a part of the main transport system. On the other hand, if the equipment 
loop is autonomous, the weight, volume, etc. of a bus heat exchanger and a 
body-mounted radiator are included in the totals for the module's equipment 
loop. These values, however, are computed as part of the acquisition 
system analysis (see the description of subroutine ACQUIS). 
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EQUIPMENT LOOPS WITH TWO-PHASE COLD PLATES (Subroutine CANDA2) 

Equipment loops with two-phase cold plates employ a working fluid that 
changes phase from liquid to vapor as it passes through the cold plates. 
The analysis of these loops is performed in subroutine CANDA2 as outlined 
below: 

1. The metabolic loop is analyzed using subroutine METLOOP to 
determine the volume, mass and pump power for the metabolic 
loop. 

2. The two-phase cold plates in the equipment loop are 
analyzed using subroutine TPCP to determine the mass flow 
rates through each cold plate, the mass flow rates through 
each segment of the liquid supply and vapor return lines, 
the total acquisition surface area, the total cold plate 
mass, and the total cold plate volume. 

3. The liquid supply lines and the branch supply lines are 
sized using subroutine LIQLINE to determine the pipe mass, 
the fluid mass, the piping volume, and the total liquid 
pressure drop in the equipment loop. (The pressure drop 
through each cold plate is assumed to be 5 psi.) 

4. The vapor return lines and the branch return lines are 
sized using subroutine VAPLINE to determine the pipe mass, 
the fluid mass, the piping volume, and the total vapor 
pressure drop in the equipment loop. 
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5. The total pump power requirement for the equipment loop is 
determined in subroutine DELPRS. 

6. The weight of the pump package for the equipment loop and 
for the metabolic loop are computed, 

7. The results of these analyses are stored in the TEMP array 
in the following order and IMOD denotes the module number 
of index: 

TEMP (IMOD, 1) = pump power required, kW 
This value includes the pump power required for the 
equipment loop and the pump power required by the metabolic 
loop. 

TEMP (IMOD, 2) = total mass, lb 

This value includes the cold plate mass, the dry pipe mass 
and the fluid mass of the equipment loop, the total mass 
(wet pipe and heat exchanger) of the metabolic loop, and 
the pump package weight for the equipment loop and the 
metabolic loop. 

TEMP(IM0D,3) = total volume, ft 3 
This value includes the cold plate volume, the volume of 
the piping in the equipment loop, and the total volume 
(piping and heat exchanger) of the metabolic loop. 

TEMP (IMOD, 4) = acquisition surface area, ft 2 
This value includes only the total surface area of the two- 
phase cold plates in the equipment loop. 

TEMP (IMOD, 5) = total cold plate load, kW 
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If the equipment loop is integrated, the bus heat exchanger used to 
couple the equipment loop to the main transport system is considered to be 
a part of the main transport system. On the other hand, if the equipment 
loop is autonomous, the weight, volume, etc. of a bus heat exchanger and a 
body-mounted radiator are included in the totals for the module's equipment 
loop. These values, however, are computed as part of the acquisition 
system analysis. 

PUMPED LIQUID TRANSPORT SYSTEM (Subroutine CANDT1) 

In the pumped liquid transport system the working fluid remains in the 
liquid phase throughout. Integrated modules are coupled to the transport 
system by bus heat exchangers, and a separate bus heat exchanger couples 
the main transport loop to the main radiator system. The analysis of this 
loop is performed in subroutine CANDT1 as outlined below: 

1. The operating temperature of the transport loop is assumed 
to be 5*C less than the minimum working fluid temperature 
in any of the integrated modules. 

2. The total heat load of each of the integrated modules 
$ determines the load that must be handled by each of the bus 

heat exchangers. With these loads as well as the working 
fluids used in each of the integrated modules known, 
subroutine BUSHX is used to analyze each bus heat exchanger 
to determine the volume and mass. 

3. The total load carried by the transport system is the sum 
of each of the integrated module equipment loads. With 
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this load and the radiator working fluid known, subroutine 
BUSHX is used to analyze the radiator bus heat exchanger to 
determine its volume and mass. 

4. The liquid supply lines, the liquid return lines, and the 
branch lines to the modules are sized using subroutine 
LIQLINE to determine the pipe mass, the fluid mass, the 
piping volume, and the liquid pressure drop in the 
transport loop. (The pressure drop through each bus heat 
exchanger is assumed to be 5 psi.) 

5. The total pump power requirement for the transport loop Is 
determined in subroutine DELPRS. 

6. The weight of the pump package for the transport loop is 
computed. 

7. The results of these analyses are stored in the TEMP array 
in the following order and the first index of the array 
denotes the transport systems: 

TEMP (8,1) * pump power required, kW 

TEMP (8, 2) = total mass, lb 

This value includes the mass of all bus heat exchangers, 
the dry pipe mass and the fluid mass of the transport loop, 
and the pump package weight for the transport loop. 

TEMP (8, 3) = total volume, ft 3 

This value includes the volume of all bus heat exchangers, 
and the volume of the piping in the transport loop. 

TEMP (8, 5) = total transport system load, kW 
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TWO-PHASE TRANSPORT SYSTEM (Subroutine CANDT2) 

In the two-phase transport system the working fluid changes phase as 
it passes through the bus heat exchangers. Integrated modules are coupled 
to the transport system by bus heat exchangers, and a separate bus heat 
exchanger couples the main transport loop to the main radiator system. The 
analysis of this loop is performed in subroutine CANDT2 as outlined below: 

1. The operating temperature of the transport loop is assumed 
to be 5*C less than the minimum working fluid temperature 
in any of the integrated modules. 

2. The total heat load of each of the integrated modules 
determines the load that must be handled by each of the bus 
heat exchangers. With these loads as well as the working 
fluids used in each of the integrated modules known, 
subroutine BUSHX is used to analyze each bus heat exchanger 
to determine the volume and mass of each. 

3. The total load carried by the transport system is the sum 
of each of the integrated module equipment loads. With 
this load and the radiator working fluid known, subroutine 
BUSHX is used to analyze the radiator bus heat exchanger to 
determine its volume and mass. 

4. The liquid supply lines and the liquid branch lines to the 
modules are sized using subroutine LIQLINE to determine the 
pipe mass, the fluid mass, the piping volume, and the 
liquid pressure drop in the transport loop. (The pressure 
drop through each bus heat exchanger is assumed to be 5 
psi.) 
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effects of changing various thermal loads and the methods utilized to 
control temperature distributions in the station are essential. 

Analysis techniques including a user-friendly computer program, have 
been developed which should prove quite useful to thermal designers and 
systems analysts working on the space station. The program uses a data 
base and user input to compute costs, sizes and power requirements for 
individual components and complete systems. User input consists of 
selecting mission parameters, selecting thermal acquisition configurations, 
transport systems and distances, and thermal rejection configurations. The 
capabilities of the program may be expanded by including additional thermal 
models as subroutines. 
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APPENDIX A 
DATA BASE CONTENTS 


Record No. 

Format 

Variable Names 

1 

(215, 11A10) 

NOS YS , NOREC , (NAMES ( I ) , I = 1 , 1 1 ) 

2-6 

(12A10) 

(NAMES (I) , I=12*J , 12*J+11) 

J ranges from 1 to 5 as record 
number changes 

7 

(15F8.3) 

(RMISION(I) ,1=1,15) 

8-22 

(12F10.6) 

(CANDAT(IM0D, I) ,1=1,12) 

IMOD ranges from 1 to 15 as record 
number changes 

System configuration file 1 ; (i 

.e. NAMES(l) - default configuration 

23 

(A10,A6,A34,A70) 

NAME, DATE, PREPARE, TITLE 

24-30 

(20F6.2) 

(M0DDATA(N, J) , J=1 ,20) 

N ranges from 1 to 7 as record 
number changes 

31 

(15F8.2) 

(M0DDATA(8, J) , J=l, 15) 

32-38 

(7A4.14F6.2.4A2) 

(SYSNAM(N.J) ,J=1,7) 

(SYSDATA(N, J) , J=l,8) , 
(SYSDATA(N, J) , J = l, 15) , 

PMATL(N) , PMATL(N+7) , PMATL(15) , 
PMATL(16) 

N ranges from 1 to 7 as record 
number changes 

39 

(7A9.A53) 

(MODULE (J) , J=1 , 7) , DUMNAME 

System configuration file 2 (i. 

e. NAMES (2)) - configuration 


17 records for each configuration, arranged as described above for 
the default configuration. Each subsequent block of 17 records contains 
a separate system configuration file. 
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NOSYS 


NOREC 


NAMES (I) 

RMISION(I) 

1=1 

1=2 

1=3 

1=4 

1=5 

1=6 

1=7-10 

1=11 

1=12 

1=13 

1=14 

1=15 


VARIABLE DEFINITIONS 

number of system configuration files in the data 
base 

number of records required for each system 
configuration file 

name of system configuration file I 

mission model parameter file 
not used 

mission duration, days 
resupply interval, days 
power penalty, Ib/kW 
control penalty, Ib/kW 
propulsion penalty, Ib/kW 
not used 

probability of meteroid penetration 
transportation cost factor, k$/lb 
maintenance cost factor, k$/lb 
integration cost factor, % 
programmatic cost factor, % 


CANDDAT(IMOD,I) 


1=1 

1=2 

1=3 

1=4 

1=5 

1=6 

1=7 

1=8 

1=9 

1=10 

1=11 

1=12 


candidate data file for candidate having index IMOD 
(IM0D=l-5 for five acquisition candidates, IM0D=6-10 
for five transport candidates, IM0D=11-15 for five 
rejection candidates) 

weight of spares for 90 days, lb 
volume of spares for 90 days, ft 3 
weight of consumables for 90 days, lb 
volume of consumables for 90 days, ft 3 
reliability (0-8) 
technology readiness (0-8) 
pacing technology problems (0-8) 

90 day maintenance time, hr 

nonrecurring design, development, test and certify, 
1983 million $ 

spares and consumables to operate for 90 days, 1983 
million $ 

cost of flight unit, 1983 million $ 
candidate rating, kW 


M0DDATA(IM0D,I) cold plate location data for module IMOD «8) 

1=1-5 supply line lengths (ft) for CP 1-5 

1=6-10 branch supply lengths (ft) for CP 1-5 

1=11-15 return line lengths (ft) for CP 1-5 

1=16-20 branch return lengths (ft) for CP 1-5 
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M0DDAT(8,I) transport lengths to modules 

1=1,3,4,7,9,11,13 length (ft) from main radiator to modules 1-7 
1=2,3,6,8,10,12,14 branch length (ft) to modules 1-7 

SYSNAME(IM0D, I) 


1=1 

either "AUTO" for autonomous or "INTG" for 
integrated 

1=2 

either M CCP" or M TPCP" or “CPCP” - cold plate 
candidate abbreviations 

1=3 

either ”PLL“ or "PTPL" or "HHPR" - transport 
candidate abbreviations 

1=4 

either "HPR or “HHPR" or "LDR" - rejection candidate 
abbreviations 

1=5 

either "WATE" or "AMMO" or “F-ll" - equipment loop 
working fluid abbreviations 

1=6 

either “WATE" or "AMMO" or "F-ll" - transport loop 
working fluid abbreviations 

1=7 

either "WATE" or "AMMO" or "F-ll" or "ACET" or 
"METH" - rejection system working fluid 

abbreviations 

SYSDATA(IMOD.I) 

system configuration data for module IMOD 

1=1 

number of active cold plates «6) 

1=2 

cold plate operating temperature, C 

1=3 

metabolic load, kW 

1=4-8 

loads, kW, for cold plates 1-5 

1=9-11 

not used 

1=12 

radiator surface temperature, C 

1=13 

emissivity of radiator surface 

1=14 

absorptivity of radiator surface 

1=15 

heat pipe radiator operating temperature, C 

PMATL(I) 

material types - either "AL" or "SS" 

1=1-7 

material type for cold plates and pipe in modules 1- 
7 

material type for radiators of modules 1-7 

1=8-15 

1=16 

material type for transport loop 


MODULE(I) names for modules 1-7 (max 9 characters) 
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APPENDIX B 


ASSESSMENT ALGORITHMS 

Acquisition Assessment Algorithms for Individual Modules 

A. Reliability, Technology Readiness and Pacing Technology Rating for 
Integrated Modules 


For autonomous modules 



Rc,a 


TRi 

TRc.a 


PTi 

PT c ,a 


Ri 

Minimum 

(Rc.atRi 

TRi 

Minimum 

(TR c .s. 

PTi 

Minimum 

(RT Ct a. 


B. Metabolic Load 


MLi - ML-j from system configuration file, i = l,...,n 


C. Acquisition Load 


B-l 




,n 


MLj = sum of ALj for integrated modules 


MLp = MLj 

D. Resupply consumables 

RC. = RC m + ^ WS a + ^ C a^ ( CR^ ] ( ] ^ or i nte 9 rate{ * modules 
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RC. = RC + 
i m 


[V(WS k + WC k )/CR k ] (AL^) [ ] for autonomous modules 


k=e,t,r 


RC k ■ < ws k + wc k> ( T5T k ] ( 55 ] : k ' T ' R 

E. Resupply Volume 


RV 1 ' Rv m + < vs a + vc a> 


Phil 

p * 

RI 

ICR J 

a 

90 J 


for integrated modules 


RV i 


RV,. = 



modules 


F. Power Required 

PR-j = external power requirement of TCS for module (or main 
transport/main rejection system) computed in candidate subroutine; i = 
l,...,n and T,R (note 1) 

G. Power System Impact 


PSIj = ; (PRi) (PSP) ; i = l f ...,n and T,R 


H. Control System Impact 


CSIi = (PR-j) (CSP) ; i = and T,R 
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I. Propulsion System Impact 


PRSIi = (PR-j ) (PRSP) ; i = and T,R 

J. Launch Weight 

Lwi = launch weight of TCS for module (or main transport/rejection 
system) computed in candidate subroutine; i = l,...,n and T,R (Note 1) 

K. Launch Volume 

LV-j = launch volume of TCS for module (or main transport, rejection 
system) computed in candidate subroutine; i = l,...,n and T,R (Note 1) 

L. Equivalent Launch Weight 


ELW-j = RC-j + PSIi + CSIi + PRSIi + LWj ; i = 1, . . . ,n and T,R 


M. Maintenance Time Over Resupply Interval 


MT 


i * MT „, + < RM V 


f^il fill 

CR_ J l 90 J 


for integrated modules 


MTi 


MT + 
m 


(RMT| < )/CR| < ] (AL. ( ] for autonomous modules 


k=a,t,r 
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N. 


MT k - < RH V (^] (§): k = T - R 

Acquisition Surface Area 

ASA-j = total cold plate surface area for modules computed in candidate 
subroutine; i = l,...,n. 

O. Rejection Surface Area 

RSAi - RSA m + rejection surface area for autonomous module (or main 
rejection system) computed In candidate subroutine; i = autonomous 
modules and R. 

Note : The following costs are FY83 million dollars. 

P. Cost of Design, Development, Test and Evaluate 

CDTEi = (DDTE a ) / (number of modules having same acquisition candidate) 
1 = l,...,n 

CDTEfc = (DDTE|<)/ (number of modules having same k candidate + 1) k=T,R 

Q. Cost of Flight Unit, Spares and Consumables for Initial Launch 

CFU i * , Fu a + (csc a> M ) ] ( 5C ] •' 1 * 1 n < Note 

cr Ur - K Mcsc k ) (|l]](^) ; k = T.R 
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R. Cost of spares and consumables to operate over mission 

csc i = ( cs a ) ( {§ " *)( ur )■* 1 = 1 n (Note 

cl 

csc k = [£*]* k = T,R 

S. Integration Cost 

Cl ^ = (CDTE^ + CFUp (ICF/100); i = l,...,n and T,R 

T. Programmatic Cost 

CPR. = (CDTE. + CFU.) (PCF/100); i = 1, . . . ,n and T f R 


U. Transportation Costs for a Spares and Consumables Over Mission 

CTSC. = (RC.) ( - l) (TCF/1000) ; i = 1, . . . ,n and T,R 

V. Transportation cost for flight unit, spares and consumables to operate 
over initial resupply interval 


CTFUi = (RCj + LW-j) (TCF/1000); i = l,...,n and T,R 


W. Cost of Maintenance for Mission 


CMM. = (MT.) 


MD 
RI ‘ 



; 1 = l 


n and T,R 


1 Note 1: Includes only acquisition system for integrated 

modules; includes acquisition, transport and reject systems for 
autonomous modules. 
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X. Life Cycle Cost for Mission 

CLC i = (CDTE i + CFU i + CCS i + C^ + CPR i + CTSCj + CTFl^. + CMM.) 
i = and T,R 

II. Summary Assessment Algorithms 


A. 

' r a ' 


r Minimum (R^ ; i = 1, . 

• * , n) 


TR A 

> = < 

Minimum (TR^ ; i = 1, 

• • • f n) 


. PT A . 


Minimum (PT. ; 1=1. 
^ 1 

• • • » n) 

4 


' R o ' 


Minimum (R k ; k = A, T, R) ' 

TR o 

* = 

Minimum ( R k; k = A, T, R) 

. RT o . 


Minimum (R k ; k = A, T, R) 


n 

B. ML a = ; ML 0 . ML^ 

i=l 

C. AAL * Sum of AL^ for autonomous modules 
IAL = Sum of ALj for integrated modules 

D. through X. 

n 

Value A = Value 1 - 
i=l 

Value Q = Value A + Valure T + Value R 
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NOMENCLATURE FOR APPENDIX B 


AAL 

ACDF 

AL 

ASA 

CDTE 

CFU 

Cl 

CLC 

CP 

CR 

CS 

CSC 

CSI 

CSP 

CTFU 

CTSC 

DDTE 

FU 

IAL 


autonomous acquisition load, kW 
acquisition candidate data file 
acquisition load, kW 
acquisition surface area, ft 2 

cost of design, development, test and evaluation, million $ 
cost of flight unit, spares, and consumables for Initial launch, 
million $ 

integration cost, million $ 

life cycle cost for mission, million $ 

cold plate load, kW 

candidate rating, kW, from ACDF 

cost of spares and consumables for 90 days from ACDF, million $ 
cost of spares and consumables to operate over mission, million 
$ 

control system Impact, lb 

control system penalty, lb/kW, from MMPF 

transportation cost for flight unit, spares and consumables to 
operate over initial resupply interval, million $ 
transportation cost for spares and consumables over mission, 
million $ 

design, development, test and evaluate cost from ACDF, million $ 
flight unit cost for initial launch cost from ACDF, million $ 
integrated acquisition load, kW 
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ICF integration cost factor, %, from MMPF 

LV launch volume, ft 3 

LW launch weight, lb 

MCF maintenance cost factor, k$/hr, from MMPF 

MD mission duration, days, from MMPF 

ML metabolic load, kW 

MMPF mission model parameter file 

MT maintenance time over resupply interval, hr 

PCF programmatic cost factor, %, from MMPF 

PR power required, kW 

PRSI propulsion system impact, lb 

PRSP propulsion system penalty, lb/kW, from MMPF 

PS I power system impact, lb 

PSP power system penalty, lb/kW, from MMPF 

PT pacing technology rating 

R reliability 

RC resupply consumables, lb 

RI resupply Interval, days, from MMPF 

RMT 90-day maintenance time, hr, form ACDF 

RSA rejection surface area, ft 2 

RV resupply volume, ft 3 

TCF transportation cost factor, k$/lb from MMPF 

TR technology readiness 

VC volume of consumables from 90 days, ft 3 , ACDF 

VS volume of spares for 90 days, ft 3 , ACDF 
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WC weight of consumables for 90 days, lb, from ACDF 

WX weight of spares for 90 days, lb, from ACDF 


Subscripts 

a acquisition candidate 

A total acquisition system 

c candidate data file value 

i modul e i 

j cold plate 

m metabolic loop 

n number of modules 

o overall assessment 

p number of cold plates 

r rejection candidate 

R main rejection system 

t transport candidate 

T main transport system 
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APPENDIX C 


DEFAULT DATA BASE 


A. Mission Model Parameters. 

MISSION MODEL PARAMETERS 

1. M... MISSION DURATION, DAYS: 

2. R... RESUPPLY INTERVAL, DAYS: 

3. NP.. POWER PENALTY, LB/KW: 

4. NC.. CONTROL PENALTY, LB/KW: 

5. NP1. PROPULSION PENALTY, LB/KW: 

6. P... PROBABILITY OF METEROID PENETRATION, 

(0.920 TO 0.993): 

7. CFA. TRANSPORTATION COST FACTOR, 

THOUSAND DOLLARS/LB: 

8. MR. .MAINTENANCE COST FACTOR, 

THOUSAND DOLLARS/HR: 

9. IF.. INTEGRATION COST FACTOR, %: 

10. PF.. PROGRAMMATIC COST FACTOR, %: 

B. Candidate data files 

i. Candidate Name: CONDUCTIVE COLD PLATE 

1. CANDIDATE RATING, KW: 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: 

6. RELIABILITY (0-8): 

7. TECHNOLOGY READINESS (0-8): 

8. PACING TECHNOLOGY PROBLEMS (0-8): 

9. 90 DAY MAINTENANCE TIME, HR: 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 
AND CERTIFY, 1987 MILLION DOLLARS: 

11. SPARES AND CONSUMABLES TO OPERATE 
FOR 90 DAYS, 1987 MILLION DOLLARS: 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: 

ii. Candidate Name: TWO-PHASE COLD PLATE 

1. CANDIDATE RATING, KW: 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 


3650.00 

90.00 
350.00 

.00 

60.00 

.990 

1.60 

35.00 

35.00 

70.00 


50.000 

22.100 

6.350 

.000 

.000 

8.000 

8.000 

8.000 

5.000 

.600 

.040 

.900 


50.000 

2.900 

.850 
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4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 6.000 

7. TECHNOLOGY READINESS (0-8): 6.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6.000 

9. 90 DAY MAINTENANCE TIME, HR: 4.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: .850 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .060 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .970 

iii . Candidate Name: CAPILLARY COLD PLATE 

1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 3.000 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: .900 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 6.000 

7. TECHNOLOGY READINESS (0-8): 6.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6.000 

9. 90 DAY MAINTENANCE TIME, HR: 4.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: .750 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .050 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .950 

iv. Candidate Name: PUMPED LIQUID LOOP 

1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 157.800 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: .180 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 8.000 

7. TECHNOLOGY READINESS (0-8): 8.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

9. 90 DAY MAINTENANCE TIME, HR: 5.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: .600 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .040 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .500 
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v. Candidate Name: PUMPED TWO-PHASE LOOP 

1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 112 500 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 720 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: *000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: 000 

6. RELIABILITY (0-8): 6 000 

7. TECHNOLOGY READINESS (0-8): 6*000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6*000 

9. 90 DAY MAINTENANCE TIME, HR: 4*000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: 800 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .070 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .900 

vi. Candidate Name: HIGH CAPACITY HEAT PIPE 

1. CANDIDATE RATING, KW: 50 000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 115*000 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: *750 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: *000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: *000 

6. RELIABILITY (0-8): 6*000 

7. TECHNOLOGY READINESS (0-8): 6*000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6*000 

9. 90 DAY MAINTENANCE TIME, HR: 4*000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: 750 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: 050 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: .700 

vii . Candidate Name: HEAT PIPE RADIATOR 

1. CANDIDATE RATING, KW: 50 000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 149.900 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 440.000 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 8.000 

7. TECHNOLOGY READINESS (0-8): 8.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

9. 90 DAY MAINTENANCE TIME, HR: 5.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: 1.000 
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11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .050 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: 1.000 

vi 11. Candidate Name: HIGH CAPACITY HEAT PIPE RADIATOR 

1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 57.800 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 370.000 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 6.000 

7. TECHNOLOGY READINESS (0-8): 6.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6.000 

9. 90 DAY MAINTENANCE TIME, HR: 4.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: 1.500 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .070 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: 1.600 

ix. Candidate Name: LIQUID DROPLET RADIATOR 

1. CANDIDATE RATING, KW: 50.000 

2. WEIGHT OF SPARES FOR 90 DAYS, LB: 57.800 

3. VOLUME OF SPARES FOR 90 DAYS, FT3: 370.000 

4. WEIGHT OF CONSUMABLES FOR 90 DAYS, LB: .000 

5. VOLUME OF CONSUMABLES FOR 90 DAYS, FT3: .000 

6. RELIABILITY (0-8): 4.000 

7. TECHNOLOGY READINESS (0-8): 4.000 

8. PACING TECHNOLOGY PROBLEMS (0-8): 6.000 

9. 90 DAY MAINTENANCE TIME, HR: 6.000 

10. NONRECURRING DESIGN, DEVELOPMENT, TEST 

AND CERTIFY, 1987 MILLION DOLLARS: 6.000 

11. SPARES AND CONSUMABLES TO OPERATE 

FOR 90 DAYS, 1987 MILLION DOLLARS: .100 

12. COST OF FLIGHT UNIT, 

1987 MILLION DOLLARS: 2.000 


C. System Configurations 

i. All module configuration are identical to the following: 
LOGISTICS MODULE 

ACQUISITION SUBSYSTEM: CONDUCTIVE COLD PLATE 

TOTAL COLD PLATE CAPACITY, KW: 20.00 
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1. NUMBER OF COLD PLATES: 5.00 

2. COLD PLATE OPERATING TEMPERATURE, C: 20.00 


3. 

METABOLIC LOAD, KW: 



2. 

36 




CP #1 

CP #2 

CP #3 

CP #4 

CP #5 

4. 

HEAT REJECTION LOADS, KW: 

4.00 

4.00 

4.00 

4.00 

4.00 

5. 

MAIN SUPPLY LINE LENGTHS, FT: 

8.00 

4.00 

4.00 

4.00 

4.00 

6. 

BRANCH SUPPLY LINE LENGTHS, FT 

:10.00 

10.00 

10.00 

10.00 

10.00 

7. 

MAIN RETURN LINE LENGTHS, FT: 

8.00 

4.00 

4.00 

4.00 

4.00 

8. 

BRANCH RETURN LINE LENGTHS, FT 

:10.00 

10.00 

10.00 

10.00 

10.00 


9. WORKING FLUID: 

10. PIPE MATERIAL: 


AMMONIA 

STAINLESS STEEL 


11. Main Transport System 


1. MAIN TRANSPORT SYSTEM: 

2. WORKING FLUID: 

3. PIPE MATERIAL: 


PUMPED LIQUID LOOP 
AMMONIA 

STAINLESS STEEL 


TRANSPORT LENGTHS FOR INTEGRATED MODULES 


LOGS 

HAB2 

LABI 

LAB2 EXPS RESE 

4. TO RADIATOR, FT: 50.00 

90.00 

75.00 

100.00 65.00 80.00 

5. BRANCH, FT: .00 

.00 

.00 

.00 .00 .00 

11. Main Rejection System 




1. MAIN REJECTION SYSTEM: 



HEAT PIPE RADIATOR 

2. OPERATING TEMPERATURE, 

C: 


24.20 

3. EMISSIVITY: 



.78 

4. WORKING FLUID: 



AMMONIA 

5. MATERIAL: 



ALUMINUM 


/ 
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APPENDIX D 

SAMPLE OUTPUT FROM TCS PROGRAM 

The following analysis results are based upon data from the default 
data base except that the Habitat 1 Module is autonomous. 

CONTENTS 

Acquisition Assessment Results for Each Module except Habitat 1 

(Logistics Module Illustrated) 

Acquisition Assessment Results for Habitat 1 Module 

Summary Acquisition Assessment Results 

Summary Transport Assessment Results 

Summary Rejection Assessment Results 

Overall Summary Assessment Results 


<pa=l 
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SYSTEM CONFIGURATION: DEFAULTS* 
ACQUISITION ASSESSMENT RESULTS 


LOGISTICS MODULE - INTEGRATED 
RELIABILITY (0-8): 

TECHNOLOGY READINESS (0-8): 
PACING TECHNOLOGY PROBLEMS (0-8): 

MISSION MODEL PARAMETERS 
MISSION DURATION, DAYS: 

RESUPPLY INTERVAL, DAYS: 
METABOLIC LOAD, KW: 

ACQUISITION LOAD, KW: 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 
RESUPPLY VOLUME, FT3: 

MISSION LIFE CONSUMABLES, LB: 


8.000 

8.000 

8.000 


3650.000 

90.000 
2.360 

20.000 


8.840 

2.540 

358.511 


SUBSYSTEM 

POWER REQUIRED, KW: 

POWER SUBSYSTEM IMPACT, LB: 

CONTROL SUBSYSTEM IMPACT, LB: 

PROPULSION SUBSYSTEM IMPACT, LB: 

LAUNCH WEIGHT, LB: 

LAUNCH VOLUME, FT3: 

EQUIVALENT LAUNCH WEIGHT, LB: 

MAINTENANCE TIME OVER RESUPPLY INTERVAL, HRS: 
ACQUISITION SURFACE AREA, FT2: 


.408 

142.626 

.000 

24.450 

546.099 

2.519 

722.016 

2.000 

30.877 


SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: 086 

COST OF FLIGHT UNIT, SPARES AND 

CONSUMABLES FOR INITIAL LAUNCH: 376 

SPARES AND COMSUMABLES TO OPERATE OVER MISSION: .633 

INTEGRATION COST: 162 

PROGRAMMATIC COST: *323 

TRANSPORTATION COSTS FOR SPARES AND 
CONSUMABLES OVER MISSION: .559 

TRANSPORTATION COSTS FOR FLIGHT UNIT, SPARES AND 

CONSUMABLES TO OPERATE OVER INITIAL RESUPPLY INTERVAL: .888 
MAINTENANCE FOR MISSION: 2 839 

LIFE CYCLE COSTS FOR MISSION: 5.866 


<pa=l 
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SYSTEM CONFIGURATION: *DEFAULTS* 


ACQUISITION ASSESSMENT RESULTS 
HABITAT 1 MODULE - AUTONOMOUS 

RELIABILITY (0-8): 8.000 

TECHNOLOGY READINESS (0-8): 8.000 

PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

MISSION MODEL PARAMETERS 

MISSION DURATION, DAYS: 3650.000 

RESUPPLY INTERVAL, DAYS: 90.000 

METABOLIC LOAD, KW: 2.360 

ACQUISITION LOAD, KW: 20.000 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 131.920 

RESUPPLY VOLUME, FT3: 178.612 

MISSION LIFE CONSUMABLES, LB: 5350.089 

SUBSYSTEM 

POWER REQUIRED, KW: .410 

POWER SUBSYSTEM IMPACT, LB: 143.466 

CONTROL SUBSYSTEM IMPACT, LB: .000 

PROPULSION SUBSYSTEM IMPACT, LB: 24.594 

LAUNCH WEIGHT, LB: 1008.499 

LAUNCH VOLUME, FT3: 1482.519 

EQUIVALENT LAUNCH WEIGHT, LB: 1308.480 

MAINTENANCE TIME OVER RESUPPLY INTERVAL, HRS: 6.000 

ACQUISITION SURFACE AREA, FT2: 30.877 

REJECTION SURFACE AREA, FT2: 1000.000 

SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: .886 

COST OF FLIGHT UNIT, SPARES AND 

CONSUMABLES FOR INITIAL LAUNCH: 1.012 

SPARES AND COMSUMABLES TO OPERATE OVER MISSION: 2.057 

INTEGRATION COST: .664 

PROGRAMMATIC COST: 1.328 

TRANSPORTATION COSTS FOR SPARES AND 

CONSUMABLES OVER MISSION: 8.349 

TRANSPORTATION COSTS FOR FLIGHT UNIT, SPARES AND 

CONSUMABLES TO OPERATE OVER INITIAL RESUPPLY INTERVAL: 1.825 
MAINTENANCE FOR MISSION: 8.517 

LIFE CYCLE COSTS FOR MISSION: 24.638 
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SYSTEM CONFIGURATION: *DEFAULTS* 


ACQUISITION ASSESSMENT RESULTS 

RELIABILITY (0-8): 8.000 

TECHNOLOGY READINESS (0-8): 8.000 

PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

MISSION MODEL PARAMETERS 

MISSION DURATION, DAYS: 3650.000 

RESUPPLY INTERVAL, DAYS: 90.000 

METABOLIC LOAD, KW: 16.520 

AUTONOMOUS EQUIPMENT LOAD, KW: 20.000 

INTEGRATED EQUIPMENT LOAD, KW: 120.000 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 184.960 

RESUPPLY VOLUME, FT3: 193.852 

MISSION LIFE CONSUMABLES, LB: 2501.156 

SUBSYSTEM 

POWER REQUIRED, KW: 2.855 

POWER SUBSYSTEM IMPACT, LB: 999.224 

CONTROL SUBSYSTEM IMPACT, LB: .000 

PROPULSION SUBSYSTEM IMPACT, LB: 171.295 

LAUNCH WEIGHT, LB: 4285.094 

LAUNCH VOLUME, FT3: 1497.632 

EQUIVALENT LAUNCH WEIGHT, LB: 5640.573 

MAINTENANCE TIME OVER RESUPPLY 

INTERVAL, HRS: 18.000 

ACQUISITION SURFACE AREA, FT2: 216.142 

SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: 1.400 

COST OF FLIGHT UNIT, SPARES AND 
CONSUMABLES FOR INITIAL LAUNCH: 3.268 

SPARES AND COMSUMABLES TO OPERATE OVER MISSION: 5.854 

INTEGRATION COST: 1.634 

PROGRAMMATIC COST: 3.268 

TRANSPORTATION COSTS FOR SPARES AND 
CONSUMABLES OVER MISSION: 11.706 

TRANSPORTATION COSTS FOR FLIGHT UNIT, SPARES AND CON- 
SUMABLES TO OPERATE OVER INITIAL RESUPPLY INTERVAL: 7.152 

MAINTENANCE FOR MISSION: 25.550 

LIFE CYCLE COSTS FOR MISSION: 59.832 
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SYSTEM CONFIGURATION: *DEFAULTS* 


TRANSPORT ASSESSMENT RESULTS 

RELIABILITY (0-8): 8.000 

TECHNOLOGY READINESS (0-8): 8.000 

PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

MISSION MODEL PARAMETERS 

MISSION DURATION, DAYS: 3650.000 

RESUPPLY INTERVAL, DAYS: 90.000 

TRANSPORT LOAD, KW: 120.000 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 378.720 

RESUPPLY VOLUME, FT3: .432 

MISSION LIFE CONSUMABLES, LB: 15359.200 

SUBSYSTEM 

POWER REQUIRED, KW: 2.904 

POWER SUBSYSTEM IMPACT, LB: 1016.548 

CONTROL SUBSYSTEM IMPACT, LB: .000 

PROPULSION SUBSYSTEM IMPACT, LB: 174.265 

LAUNCH WEIGHT, LB: 3543.782 

LAUNCH VOLUME, FT3: 13.534 

EQUIVALENT LAUNCH WEIGHT, LB: 5113.315 

MAINTENANCE TIME OVER RESUPPLY INTERVAL, HRS: 12.000 

SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: .300 

COST OF FLIGHT UNIT, SPARES AND 

CONSUMABLES FOR INITIAL LAUNCH: 1.296 

SPARES AND COMSUMABLES TO OPERATE 
OVER MISSION: 3.797 

INTEGRATION COST: .559 

PROGRAMMATIC COST: 1.117 

TRANSPORTATION COSTS FOR SPARES AND 

CONSUMABLES OVER MISSION: 23.969 

TRANSPORTATION COSTS FOR FLIGHT UNIT, 

SPARES AND CONSUMABLES TO OPERATE 

OVER INITIAL RESUPPLY INTERVAL: 6.276 

MAINTENANCE FOR MISSION: 17.033 

LIFE CYCLE COSTS FOR MISSION: 54.347 
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SYSTEM CONFIGURATION: *DEFAULTS* 


REJECTION ASSESSMENT RESULTS 

RELIABILITY (0-8): 8.000 

TECHNOLOGY READINESS (0-8): 8.000 

PACING TECHNOLOGY PROBLEMS (0-8): 8.000 

MISSION MODEL PARAMETERS 

MISSION DURATION, DAYS: 3650.000 

RESUPPLY INTERVAL, DAYS: 90.000 

REJECTION LOAD, KW: 120.000 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 359.760 

RESUPPLY VOLUME, FT3: 1056.000 

MISSION LIFE CONSUMABLES, LB: 14590.267 

SUBSYSTEM 

POWER REQUIRED, KW: .014 

POWER SUBSYSTEM IMPACT, LB: 5.040 

CONTROL SUBSYSTEM IMPACT, LB: .000 

PROPULSION SUBSYSTEM IMPACT, LB: .864 

LAUNCH WEIGHT, LB: 2774.400 

LAUNCH VOLUME, FT3: 8880.000 

EQUIVALENT LAUNCH WEIGHT, LB: 3140.064 

MAINTENANCE TIME OVER RESUPPLY INTERVAL, HRS: 12.000 

REJECTION SURFACE AREA, FT2: 6000.000 

SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: .500 

COST OF FLIGHT UNIT, SPARES AND 

CONSUMABLES FOR INITIAL LAUNCH: 2.520 

SPARES AND COMSUMABLES TO OPERATE 

OVER MISSION: 4.747 

INTEGRATION COST: 1.057 

PROGRAMMATIC COST: 2.114 

TRANSPORTATION COSTS FOR SPARES AND 

CONSUMABLES OVER MISSION: 22.769 

TRANSPORTATION COSTS FOR FLIGHT UNIT, 

SPARES AND CONSUMABLES TO OPERATE 

OVER INITIAL RESUPPLY INTERVAL: 5.015 

MAINTENANCE FOR MISSION: 17.033 

LIFE CYCLE COSTS FOR MISSION: 55.754 
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SYSTEM CONFIGURATION: *DEFAULTS* 


INTEGRATED ASSESSMENT RESULTS 


RELIABILITY (0-8): 

8.000 

TECHNOLOGY READINESS (0-8): 

8.000 

PACING TECHNOLOGY PROBLEMS (0-8): 

8.000 

MISSION MODEL PARAMETERS 

MISSION DURATION, DAYS: 

3650.000 

RESUPPLY INTERVAL, DAYS: 

90.000 

METABOLIC LOAD, KW: 

16.520 

AUTONOMOUS EQUIPMENT LOAD, KW: 

20.000 

INTEGRATED EQUIPMENT LOAD, KW: 

120.000 

TRANSPORT LOAD, KW: 

120.000 

REJECTION LOAD, KW: 

120.000 

RESUPPLY 

RESUPPLY CONSUMABLES, LB: 

923.440 

RESUPPLY VOLUME, FT3: 

1250.284 

MISSION LIFE CONSUMABLES, LB: 

37450.622 

SUBSYSTEM 

POWER REQUIRED, KW: 

5.774 

POWER SUBSYSTEM IMPACT, LB: 

2020.812 

CONTROL SUBSYSTEM IMPACT, LB: 

.000 

PROPULSION SUBSYSTEM IMPACT, LB: 

346.425 

LAUNCH WEIGHT, LB: 

10603.275 

LAUNCH VOLUME, FT3: 

10391.167 

EQUIVALENT LAUNCH WEIGHT, LB: 
MAINTENANCE TIME OVER RESUPPLY 

13893.953 

INTERVAL, HRS: 

42.000 

ACQUISITION SURFACE AREA, FT2: 

216.142 

REJECTION SURFACE AREA, FT2: 

6000.000 

SUBSYSTEM COSTS (FY 87 MILLION DOLLARS) 

DESIGN DEVELOPMENT, TEST AND EVALUATE: 
COST OF FLIGHT UNIT, SPARES AND 

2.200 

CONSUMABLES FOR INITIAL LAUNCH: 
SPARES AND COMSUMABLES TO OPERATE 

7.084 

OVER MISSION: 

14.398 

INTEGRATION COST: 

3.249 

PROGRAMMATIC COST: 

TRANSPORTATION COSTS FOR SPARES AND 

6.499 

CONSUMABLES OVER MISSION: 
TRANSPORTATION COSTS FOR FLIGHT UNIT, 
SPARES AND CONSUMABLES TO OPERATE 

58.443 

OVER INITIAL RESUPPLY INTERVAL: 

18.443 

MAINTENANCE FOR MISSION: 

59.617 

LIFE CYCLE COSTS FOR MISSION: 

169.933 


<pa=l 


D-12 



